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FRANK  WETMORE  SM  IT  H— Sanitary  and  lanoscape  Engineer  and  Surveyor. 

Office— Coulter  Building.  Saranac  Lake,  N.  Y. 


SEWAGE  DISPOSAL  SYSTEMS— Designed  and  Constructed  for  Camps.  Hotels 

and  Residences.  Incinerators  Installed.  Associated 
with  the  Sanitary  Appliance  Company  of  New  York 
City— Constructing  Sanitary  Engineers 


LANDSCAPE  WORK  and  DESIGNS— Topographical  Surveys  Road  Location  and 

Construction.  Retaining  Walls.  Etc.  Complete  Plant¬ 
ing  Plans.  Shrubs  and  Trees  Furnished  from  Jackson 
&  Perkins  Company.  Wholesale  Growers. 


SURVEYS  AND  MAPS  OF  ALL  Kl N DS— Relocation  of  Lost  Corners  and  Subdivi¬ 
sion  Work.  ALL  OF  MR.  ELLWOOD  WILSON  S  COLLECTION 
of  Maps  and  Records  on  File  in  Our  Office  for 
Reference  12  Years  Experience  in  Country  and  City 
Work.  Four  Years  in  and  Around  Saranac  Lake. 


